Date: 
Time: 
Location: 





Arlington Zoning Board of Appeals 


Tuesday, May 11, 2021 
7:30 PM 
Conducted by remote participation 


Additional Details: 


Agenda Items 


Administrative Items 


1. 


Hearings 
2. 
3. 
4. 


Remote Participation Details 

In accordance with the Governor’s Order Suspending Certain Provisions of the 
Open Meeting Law, G. L. c. 30A, § 20 relating to the COVID-19 emergency, the 
Arlington Zoning Board of Appeals meetings shall be physically closed to the public 
to avoid group congregation until further notice. The meeting shall instead be held 
virtually using Zoom. 


Please read Governor Baker's Executive Order Suspending Certain Provision of 
Open Meeting Law for more information regarding virtual public hearings and 
meetings: https://www.mass.gow/doc/open-meeting-law-order-march-12- 
2020/download 


You are invited to a Zoom meeting. 

When: May 11, 2021 07:30 PM Eastern Time (US and Canada) 

Register in advance for this meeting: 
https://town-arlington-ma-us.zoom.us/meeting/register/tJ loc- 
upqDIrH9BzpU_mMQMF 2y5Ys20gtIBP9 

After registering, you will receive a confirmation email containing information about 
joining the meeting. 


Meeting ID: 965 4216 9154 
Find your local number: https://town-arlington-ma-us.zoom.us/u/adNWeNXzLr 


Dial by Location: 1-646-876-9923 US (New York) 


Docket # 3657: 12 Christine Road 
Docket # 3655: 34 Marathon Sreet 
Docket # 3656: 53 Pine Ridge Road 


Meeting Adjourn 
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Town of Arlington, Massachusetts 





Docket # 3657: 12 Christine Road 


ATTACHMENTS: 
Type File Name Description 
Q Reference Material ZBA_Package__12_Christine_Road.pdf ZBA Package, 12 Christine Road 
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Town of Arlington 
Zoning Board of Appeals 
51 Grove Street 
Arlington, Massachusetts 02476 
781-316-3396 


www.arlingtonma.gov 
LEGAL NOTICE 


Notice is herewith given in accordance with the provisions of Section 3.2.3A of the 
Zoning Bylaws that there has been filed by Villandry Construction Company of 
Arlington, Massachusetts on March 23, 2021, a petition seeking permission to alter their 
property located at 12 Christine Road - Block Plan 120.0-0013-0007.0 Said petition 


would require a Special Permit under Section 5.3.9 (A) (Projections into Minimum 


Yards) of the Zoning Bylaw for the Town of Arlington. 


A hearing in regards to the petition will be conducted remotely via "Zoom" Tuesday 
evening May 11, 2021 at 7:30 P.M or as soon thereafter as the petitioner may be 
heard. To join the meeting, please register using the following URL: 
https://town-arlington-ma-us.zoom.us/meeting/register/tJloc- 
upgDIrH9BzpU_ MQME2y5Ys20gtIBP9 for documentation relating to this petition, 
visit the ZBA website at www.arlington.gov/zba. 


DOCKET NO 3657 


Zoning Board of Appeals 
Christian Klein, RA, Chair 





Please direct any questions to: ZBA@town.arlington.ma.us 
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REQUEST FOR SPECIAL PERMIT 
TOWN OF ARLINGTON 


In the matter of the Applicationof \A Christne, Rc Arh n_- eaten fron 6 
to the Zoning Board of Appeals for the Town of Arlington: fon 





Application for a Special Permit is herewith made, in accordance with Section 3.3 of the Zoning Bylaw of 


the Town of Arlington, Massachusetts, seeking relief from the following specific provisions of the Zoning 


Bylaw, and as described fully in the attached form, Special Permit Criteria: 
aeveted Aven Dowd 2 Wha Loot yeck SD 





The Applicant states he/she/they is/are the owner/occupant of the land in Arlington located at 

Iva C nN riot, ck with respect to such relief is sought; that no unfavorable action 
has been taken by the Zoning Board of Appeals upon a similar petition regarding this property within 
the two (2) years next immediately prior to the filing hereof. The applicant expressly agrees to full 
compliance with any and all conditions and qualifications imposed upon this permission, whether by 
the Zoning Bylaw or by the Zoning Board of Appeals, should the same be granted. The Applicant 


represents that the grounds for the relief sought are as follows: 


f : worl ’ keh : arde al eetr 
a Snouss i+ wll crtole. Moe cothetiqa li 
aeonq Curb a Lol rah leo hoe. 


E-Mail: SeanreivodyilandiyO” Sg oe wats Date: ae: Blas | 
Telephone: (C(-Le+3> atBl Address: ” &\ : 





V2.1 09/2020, 


Special Permit Criteria: Per Section 3.3.3 of the Zoning Bylaw, a Special Permit shall only be 
granted upon the Board’s determination that the benefits of the proposed project will outweigh its adverse 
effects. The responses provided below will inform the Board as to whether the standards for approval 


have been met. 


A). Indicate where the requested use is listed in the Table of Use Regulations as allowed by Special 


Permit in the district for which the application is made or is so designated elsewhere in the Zoning Bylaw. 


‘ 


ent Cened tangle. Foynily ole+ ache cl We_\lwng 








vegard to erent sree Shovel < qvecteq han We Miniwe Veqinivest . 


B). Explain why the requested use is essential or desirable to the public convenience or welfare. 


“Porc LOIVHA Root VO PO* Wo rONthe, te porch 





C). Explain why the requested use will not create undue traffic congestion; or unduly impair pedestrian 
safety. 
Neus Rsrcly 
With Cyvvicnt a 2s! + loac ku 






D). Explain why the requested use will not overload any public water, drainage or sewer system, or 
any other municipal system to such an extent that the requested use or any developed use in the 
immediate area or any other area of the Town will be unduly subjected to hazards affecting health, 


safety or the general welfare. 





V2.1 09/2020. 


E). Describe how any special regulations for the use, as may be provided in the Zoning Bylaw, including 


but not limited to the provisions of Section 8 are fulfilled. 


ok plan oblrclkvec within new Set Erde 








F). Explain why the requested use will not impair the integrity or character of the district or adjoining 


districts, nor be detrimental to the health or welfare. 


Ceererge, Uitte. Vo Inpect on She Netaghloorhood 





Om 





ov Do Gro \e.ment< 


G). Explain why the requested use will not, by its addition to a neighborhood, cause an excess of the use 


that could be detrimental to the character of said neighborhood. 


New (‘ AL Nek Cause. Qy 





V2.1 0972070. 


TOWN OF ARLINGTON 
Dimensional and Parking Information _ 
For Applications to the Zoning Board of Appeals 


1. Property Location: (Xv Cly clone cl Zoning District: & | 
. Present Use/Occupancy: “= aia le. Seni No. of dwelling units Sin ale 


3. Existing Gross Floor Area (refer to Section 5.3.22 of the Zoning Bylaw and provide supporting 
documentation [worksheet and drawings] showing dimensions of GFA by floor): 


y Sq. Ft. 
. Proposed Use/Occupancy: ©* ale Samnily No. of dwelling units SrMaqle_ 


. Proposed Gross Floor Area (refer to Section 5.3.22 of the Zoning Bylaw and provide supporting 
documentation [worksheet and drawings] showing dimensions of GFA by floor): 
Sq. Ft. 


nN 


> 


wa 












Proposed Min. or max 
Conditions Required by 
Zoning 


Present 
Conditions 






wa 


6 lutea | 
7 
8. Floor area ratio a 
9. Lot Coverage ( %) - 0.00% 


10. Lot Area per Dwelling Unit (Sq. Ft.) 
11. Front Yard Depth (Ft.) 

12. Left Side Yard Depth (Ft.) 

13. Right Side Yard Depth (Ft.) 

14. Rear Yard Depth (Ft.) 

15. Height (Stories) 


16. Height (Ft.) 
17. Landscaped Open Space (Sq. Ft.) 
Refer to Section 2 in the Zoning Bylaw. 


17A. Landscaped Open Space (% of GFA) 
18. Usable Open Space (Sq. Ft.) 
Refer to Section 2 in the Zoning Bylaw. 


18A. Usable Open Space (% of GFA) 
19. Number of Parking Spaces 


Lot size (Sq. Ft.) 
Frontage (Ft.) 


=f 
S 


al | 
Bop x |B |S 


max 0.00% 





i] 


min 








min 


PoP IB 


3 


il 


a 


ma. 






0.00% 0.00% min. 0.00% 


0.00% 0.00% 


min, 0.00% 





mn 





BoP |B 


20. Parking area setbacks (if applicable) 


21. Number of Loading Spaces (if applicable) 
N/A 


min 


22. Type of construction 





Wood 





23. Slope of proposed roof(s) (in. per ft.) 
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TOWN OF ARLINGTON 
__ Open Space / Gross Floor Area Information 
For Applications to the Zoning Board of Appeals 


Refer to Section 2: Definitions, and Section 5: District Regulations in the Zoning Bylaw of the Town of 
Arlington before completing this form. 


Address: _| & Chica, eck Zoning District: _2O / Z| 


OPEN SPACE* EXISTING PROPOSED 


Total lot area No aoo\s coke ae oe oe 
“ac aN 
Open Space, Usable ©P*'™ porn w 


Open Space, Landscaped 


* Refer to the Definitions in Section 2 of the Zoning Bylaw. 


GROSS FLOOR AREA (GFA) + 


Accessory Building 
Basement or Cellar (meeting the definition of Story, 
excluding mechanical use areas) 


1* Floor 
2™ Floor 
3" Floor 
4" Floor 


5" Floor 

Attic (greater than 7’-0” in height, excluding 
elevator machinery; or mechanical equipment) 
Parking garages (except as used for accessory 
parking or off-street loading purposes) 


All weather habitable porches and balconies 
Total Gross Floor Area (GFA) 


} Refer to Definition of Gross Floor Area in Section 2 and Section 5 of the Zoning Bylaw. 


REQUIRED MINIMUM OPEN SPACE AREA 


Landscaped Open Space (Sq. Ft.) 


Landscaped Open Space (% of GFA) 0.00% 0.00% 
Usable Open Space (Sq. Ft.) 
Usable Open Space (% of GFA) 0.00% 0.00% 


This worksheet applies to plans dated al \\ 20> designed by OF AD, Cust orn Home 
BeSignS 





Reviewed with Building Inspector: Date: 
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LC LOT 1 


=== _$, 871009" E 
| 91.00" e285 









|) 7 STORY To 
I” BE REMOVED 







/ PRoposEp | 
<9 RETAINING WALL 





LOT 308 





9622 EASEMENT AREA 


LOT 290A ° 22. 
6,762+ SF. 
(REC=6,380+ SF.) 


N 85°S0"51" Ww 
“9.86 9679 
PROPOSED BASEMENT CEILING — 103.2 
EXIST. AVE. GRADE — 93.4 
PROPOSED AVE, GRADE — 98,99 


EXISTING HEIGHT — 24,3’ 
PROPOSED HEIGHT — 34,4’ 


SIRT 














PROPOSED PLOT PLAN | 
#12 CHRISTINE ROAD 
ARLINGTON, MA 
(MIDDLESEX COUNTY) 
SCALE: 1°= 20° DATE: 2/1/2021 


OWNER: RITA McMAHON 


| HEREBY CERTIFY THAT THE eying ude 
LOCATED AS SHOWN. We 

















“60 ft} 










0 40 
ROBER SURVEY 
10724 MASSACHUSETTS AVENUE 

ARLINGTON, MA 02476 
(781) 648-5533 19 of 53 
6350PP1.DWG 


FORD E, ROBER, PLS’” DATE 







| THIS PLAN MAY HAVE BEEN ALTERED IF 


















The Commonwealth of Massachusetts 
Board of Building Regulations and Standards 
Massachusetts State Building Code, 780 CMR, 7" edition 


Building Permit Application To Construct, Repair, Renovate Or Demolish a Revised January 
One- or Two-Family Dwelling 1, 2008 


& This Section For Official Use Only te : 
Building Permit Number: Date Applied: foe 


Signature: 















FOR 
MUNICIPALITY 
USE 






































Building Commissioner/ Inspector of Buildings Date 
SECTION 1: SITE INFORMATION 
1.2 Assessors Map & Parcel Numbers 














1.1 Property Address: 
| o> prt ix fs f RA 























Map Number Parce] Number 


1.1a Is this an accepted street? yes Vino 


1.3 Zoning Information: 






1.4 Property Dimensions: 















Zoning District Proposed Use Lot Area (sq ft) Frontage (ft) 


1.5 Building Setbacks (ft) 










Required 






1.6 Water Supply: (M.G.L c. 40, §54) | 1.7 Flood Zone Information: 1.8 Sewage Disposal System: 
. } 9 
Public Private 0 LORE a poping rcrarengaaa Municipal n site disposal system 0 





SECTION 2: PROPERTY OWNERSHIP! 
2.1 Owner’ of Record: , sg 
eN Cnicestin 2 R&LLc Id Chyrishh. Rel 


Nene (Print Address for Service: 
7) ee Bl- S$3- 5999 


Signature Telephone 


SECTION 3: DESCRIPTION-OF PROPOSED WORK’ (check al) that apply) 
Existing Building LY | Owner-Occupied 0 | Repairs(s) Ef | Alteration(s)\P 


Brief Description of Proposed Work’: 
£ an tront  Sych 




























































SECTION 4: ESTIMATED CONSTRUCTION COSTS 


Estimated Costs: F 


1. Building $ AOHS 1. Building Permit Fee: $ Indicate how fee is determined: 
>. Electrical oa C1 Standard. City/Town Application Fee 

O Total Project Cost’ (Item 6) x multiplier x 
2. Other Fees: $ 

List: 























3. Plumbing 


4. Mechanical (HVAC) ie 
$ 













5. Mechanical (Fire 


Suppression Total All Fees: $ 


Check No. Check Amount: Cash Amount: 
C1 Paid in Full C] Outstanding Balance Due: 








6. Total Project Cost: 








11 of 53 


SECTION 5: CONSTRUCTION SERVICES 


§.1 Licensed Construction Supervisor (CSL) : ; 
663i] 


a iT i 7 A 7 
+e nanckloa ( CAVVEE ro License Number Expiration Date 
Name of CSLsHolder : 
i a wala es f\ : List CSL Type (see below) 
2OoY} ¢ 














Address é Description 





Signature : 
“ae (FOG 5" G8") 3 


Telephone 





Unrestricted (up to 35,000 Cu. Ft. 
Restricted 1&2 Family Dwelling 
Masonry Onl 

Residential Roofing Covering 
Residential Window and Siding 





Residential Solid Fuel Buming Appliance Installation 


| D | Residential Demolition . 
5.2 Registered Home Improvement Contractor (HIC) ; 
U iY (4 ck vt Cts en ee HC iota 
Cc oJ 








Registration Number 


HIC Company.Name or Registrant Name 
; Vaa ia 
os. hes ch ulotlye 


Address 





a Expiration Date 
Signature Telephone 
SECTION 6: WORKERS’ COMPENSATION INSURANCE AFFIDAVIT (M.G.L..c. 152. § 25C(6)) 


Workers Compensation Insurance affidavit must be completed and submitted with this application. Failure to provide 
this affidavit will result in the denial of the Issuance-ef the building permit. 


, as Owner of the subject property hereby 


uthorize§ | Clryvtadvne |) UC to act on my behalf, in all matters 


relative to work authorized by this building permit application. 


So ee Saas 
Signature of Owner Date 
SECTION 7b: OWNER’ OR AUTHORIZED AGENT DECLARATION 


I, Fey nainds Cavre(C— , as Owner or Authorized Agent hereby declare 


that the statements and information on the foregoing application are true and accurate, to the best of my knowledge and 





lL +yernanclo Gy OAVviee vO 








Print Name 





Signature of Owner or Authorized Agent 

Signed under the pains and 
An Owner who obtains a building permit to do his/her own work, or an owner who hires an unregistered contractor 
(not registered in the Home Improvement Contractor (HIC) Program), will mot have access to the arbitration 
program or guaranty fund under M.G.L. c. 142A. Other important information on the HIC Program and 
Construction Supervisor Licensing (CSL) can be found in 780 CMR Regulations 110.R6 and 110.RS5, respectively. 





2. When substantial work is planned, provide the information below: 

Total floors area (Sq. Ft.) (including garage, finished basement/attics, decks or porch) 
Gross living area (Sq. Ft.) Habitable room count 

Number of fireplaces Number of bedrooms 

Number of bathrooms Number of half/baths 

Type of heating system Number of decks/ porches 

Type of cooling system Enclosed Open 























3. “Total Project Square Footage” may be substituted for “Total Project Cost” 













The Commonwealth of Massachusetts 
Department of Industrial Accidents 
Office of Investigations 
600 Washington Street, 7 Floor 
Boston, Mass. 02111] 


” Compensation Insurance Affidavit: Building/Plumbing/Electrical Contractors 
: a : Please PRD gibly 








work site location (full address): | Ch ae 
[_] Iam a homeowner performing all work myself. Project Type: ew Construction [_]Remodel 
C] am a sole proprietor and have no one ea in any capaci C] Building Addition 















= — ee : : — 
L] Tama sole proprietor, general contractor, or homeowner (circle one) and have hired the contractors listed bela. who have 
the following workers’ compensation polices: 







‘address: 





insurance co. us DOS ULE alicy # 

Failure to secure coverage as required under Section 25A of MGL 152 can lead to the inipdsition of criminal penalties ats a a fine up to $1,500.00 and/or 
one years’ imprisonment as well as civil penalties in the form of a STOP WORK ORDER and a fine of $100.00 a day against me. I understand that a 
copy of this statement may be forwarded to the Office of Investigations of the DIA for coverage verification. 


Ido hereby certify under the pains and penalties of perjury that the information provided above is true and correct. 


Signature AC Date 3 
Print name “er : Crancki ) Gy i Wesro Phone # He l- } = 3- mel to 


official use only do not write in this area to be completed by city or town official 


city or town: permit/license # ()Building Department 
[JLicensing Board 


L] check if immediate response is required [_]Selectmen’s Office 


CJHealth Department 


contact person: phone #; (other. 
{revised Sept. 2003) 








ea DATE (MMIDDIYYYY) 
ACORD CERTIFICATE OF LIABILITY INSURANCE 


THIS CERTIFICATE IS ISSUED AS A MATTER OF INFORMATION ONLY AND CONFERS NO RIGHTS UPON THE CERTIFICATE HOLDER. THIS 
CERTIFICATE DOES NOT AFFIRMATIVELY OR NEGATIVELY AMEND, EXTEND OR ALTER THE COVERAGE AFFORDED BY THE POLICIES 
BELOW. THIS CERTIFICATE OF INSURANCE DOES NOT CONSTITUTE A CONTRACT BETWEEN THE ISSUING INSURER(S), AUTHORIZED 
REPRESENTATIVE OR PRODUCER, AND THE CERTIFICATE HOLDER. 


IMPORTANT: If the certificate holder is an ADDITIONAL INSURED, the policy(ies) must have ADDITIONAL INSURED provisions or be 
endorsed. H SUBROGATION IS WAIVED, subject to the terms and conditions of the policy, certain policies may require an endorsement. A 
statement on this certificate does not confer rights to the certificate holder in lieu of such endorsement(s). 
PRODUCER 



































781-933-3100 





SALEM FIVE INSURANCE SERVICES LLC 
445 MAIN sT 





















INSURER(S) AFFORDING COVERAGE 
INSURERA: SELECTIVE INS CO OF THE SOUTHEAST 








01801-4298 





WOBURN 

















INSURED 


VILLANDRY CONTRACTING INC 
32 PRENTISS RD 
SUITE 207 
ARLINGTON 


INSURERB; SELECTIVE INS CO OF SOUTH CAROLINA 














INSURER C: 
INSURER D: 
INSURER E : 
INSURER F : 


COVERAGES CERTIFICATE NUMBER: REVISION NUMBER: 


THIS IS TO CERTIFY THAT THE POLICIES OF INSURANCE LISTED BELOW HAVE BEEN ISSUED TO THE INSURED NAMED ABOVE FOR THE POLICY PERIOD 
INDICATED. NOTWITHSTANDING ANY REQUIREMENT, TERM OR CONDITION OF ANY CONTRACT OR OTHER DOCUMENT WITH RESPECT TO WHICH THIS 
CERTIFICATE MAY BE ISSUED OR MAY PERTAIN, THE INSURANCE AFFORDED BY THE POLICIES DESCRIBED HEREIN IS SUBJECT TO ALL THE TERMS, 
EXCLUSIONS AND CONDITIONS OF SUCH POLICIES. LIMITS SHOWN MAY HAVE BEEN REDUCED BY PAID CLAIMS. 

ca 












































MA 02476-4557 














TYPE OF INSURANCE POLICY NUMBER 
COMMERCIAL GENERAL LIABILITY S$ 2377560 12/1/2020 | 11/1/2021 | EACH OCCURRENCE g 1,000,000 


DAMAGE 10 RENTED 
CLAIMS-MADE [x ] OCCUR PREMISES (Ea occurrence) _| $ 500,000 








MED EXP (Any one person) $ 15,000 
PERSONAL & ADV INJURY $ 1,000,000 
GEN'L AGGREGATE LIMIT APPLIES PER: GENERAL AGGREGATE $ 3,000,000 


x | pouicy [x | FBS [x | Loc PRODUCTS - COMP/OP AGG | $ 3,000,000 


OTHER: 
COMBINED SINGLE LIMIT 
AUTOMOBILE LIABILITY Ea accident 


ANY AUTO BODILY INJURY (Per person) 


OWNED SCHEDULED 
Aires Ny | | Sorue BODILY INJURY (Per accident) 














HIRED AUTOS |_| NON-OWNED PROPERTY DAMAGE 
NEY AUTOS ONLY {Per accident) 

EACH OCCURRENCE $ 2,000,000 
AGGREGATE g$ 2,000,000 
$ 





S 2377560 11/1/2020 | 11/1/2021 














WORKERS COMPENSATION 
AND EMPLOYERS’ LIABILITY 


PER 
we 9059851 11/1/2020 | 11/1/2021 STATUTE 


YIN 
ANY PROPRIETOR/PARTNER/EXECUTIVE E.L. EACH ACCIDENT $ 500,000 
OFFICER/MEMBER EXCLUDED? 
(Mandatory in NH) E.L. DISEASE - EA EMPLOYEE] $ 500,000 
If yes, describe under 
DESCRIPTION OF OPERATIONS below E.L, DISEASE - POLICY LIMIT | ¢ 500,000 



































DESCRIPTION OF OPERATIONS / LOCATIONS / VEHICLES (ACORD 101, Additional Remarks Schedule, may be attached if more space Is required) 


This Certificate of Liability Inaurance was created by Selective on behalf of the agent. 
Town of Arlington is included as additional insured with respect to General Liability as required by written contract or 


agreement. 





CERTIFICATE HOLDER CANCELLATION 


Town of Arlington 


SHOULD ANY OF THE ABOVE DESCRIBED POLICIES BE CANCELLED BEFORE 
oi Grove: Street THE EXPIRATION DATE THEREOF, NOTICE WILL BE DELIVERED IN 
ACCORDANCE WITH THE POLICY PROVISIONS. 


Arlington 
AUTHORIZED REPRESENTATIVE 


R/C ah 


© 1988-2015 ACORD CORPORATION. All rights reserved. 
ACORD 25 (2016/03) The ACORD name and logo are registered marks of ACORD 
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CUSTOM WOME DESIGNS 









“VINYL SIDING OVER 
“TYVEK OR EQ. HOUSEWRAP 
(TYP. 






Teaep ey. yy 
wood ey} TOzZ 
‘AT ENG St 2 







AFAB ENTERPRISES 
PO BOX 916 
BURLINGTON, MA 
01803 


snotaseid s,4 
e Jo ra oOeZe 


ZT} aseaezout 
syonz} Teque 
gezq Aaeay fj 
AST JO zSequn 
oeCorzd ayy 3 


* MO OCT TTT TTT Te 
edozd jo yorat RAILING 
2 yetyo ‘/peqgBALUSTERS 
yo Butpttng®.c. (TYP.) 


‘oT3sabbns oT 

' pesodorzd say 
ATTICE PANEL 
> SURROUND 
4L) 


OFFICE (781)272-2156 





FAX (781)229-6394 





WWW.AFABHOMES.COM 





4'-0" 


pue (sqzayoe 
uq aztubodez 


,UC HuTTIZW §F 
TN’ FETAINING WALL- 


CT SIZE, LOCATION 
4ND MATERIAL — 

O BE VERIFIED. a ae 
SIGN BY OTHERS) ee 


6X6 .40 P.T. POSTS ——_-——_~ 


ON SIMSPSON ABUGS BASES ON a ‘ 
!'-O" DIAM. CONC. PIERS ON I eta aels oa aren 
3'-0" DIAM. CONC. FILLED 
BIGFOOT BELL FOOTINGS. 
BOTTOM OF FOOTING 
4'-O" BELOW GRADE (MIN) 








‘anep'dau, ‘<aol oe 
<sn‘ewuojé iow 
< APPROX. GRADE 
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LEFT ELEVATION 





Town of Arlington, Massachusetts 





Docket # 3655: 34 Marathon Sreet 


ATTACHMENTS: 
Type File Name Description 
Q Reference Material ZBA_Package__ 34 Marathon_Street.pdf ZBA Package, 34 Marathon Street 
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ocr 
Town of Arlington 
Zoning Board of Appeals 
51 Grove Street 
Arlington, Massachusetts 02476 
781-316-3396 


www.arlingtonma.gov 
LEGAL NOTICE 


Notice is herewith given in accordance with the provisions of Section 3.2.3A of the 
Zoning Bylaws that there has been filed by Francis and Rita McGovern of Arlington, 
Massachusetts on March 23, 2021, a petition seeking permission to alter their property 
located at 34 Marathon Street - Block Plan 025.0-0002-0004.0 Said petition would 


require a Special Permit under Section 8.1.3 (B) (Nonconforming Single-Family or 
Two-Family Dwellings of the Zoning Bylaw for the Town of Arlington. 


A hearing in regards to the petition will be conducted remotely via "Zoom" Tuesday 
evening May 11, 2021 at 7:30 P.M or as soon thereafter as the petitioner may be 
heard. To join the meeting, please register using the following URL: 
https://town-arlington-ma-us.zoom.us/meeting/register/tJloc- 
upqDIrH9BzpU_mQMF2y5Ys20gtIBP9 for documentation relating to this petition, 
visit the ZBA website at www.arlington.gov/zba. 


DOCKET NO 3655 


Zoning Board of Appeals 
Christian Klein, RA, Chair 





Please direct any questions to: ZBA@town.arlington.ma.us 
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REQUEST FOR SPECIAL PERMIT 
ER 


TOWN OF ARLINGTON 
SS SSE ek 





_ = Ft 
In the matter of the Application of Francis ee 7 Rta E: Me Govern 
ee . 


to the Zoning Board of Appeals for the Town of Arlington: 
Application for a Special Permit is herewith made, in accordance 
with Section 10.11 of the Zoning Bylaw for the Town of Arlington, 
seeking relief from the following specific provisions of the Zoning 
Bylaw, and as described fully in the attached form, Special Permit 


Criteria: 


Permi s6inn to bua puck 2 dormers on the 
Leh side of the ZA Lio of. duselling to _inensase 
—Usalle Spore NS 


The Petitioner/Applicant: states he/she/they is/are the owner - 

occupant of the land in Arlington located at Se Vv larath on St reed; 

with respect to such relief is sought; that no unfavorable action Leclweghn, 
has been taken by the Zoning Board of Appeals or its predecessors Mw 
upon a similar petition regarding this property within the two (2) 

years next immediately prior to the filing hereof. The applicant 

expressly agrees to full compliance with any and all conditions and 
qualifications imposed upon this permission, whether by the Zoning 

Bylaw or by the Zoning Board of Appeals, should the same be 

granted. The Applicant represents that the grounds for the relief 


sought are as follows: 
eee 


A 
} ae ae NZ L0M A Ly Pou (Oo KnNA ata | 
E : f : 
UTREC Nines a th Neila 0 ruc ANNO YY NA ible, 
C/ ‘ 
A the (A niyéc AE xf ATUALS 4) Cd £ NY vatert abs 


rth ; in 


fimcoovern @ mgh harvard » edu , betsy brady megwern C9 mal 


E-Mail Signed - Date: 


Telephone 339: 223: 2400 Address IG thy j land Aen 
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po oO NH 


il. 
12. 
13. 
14. 
15. 
16. 
17. 


18. 


19. 
20. 
21. 
| 22. 


Lot size (sq. ft.) 
Frontage (ft.) 
Floor area ratio 


Lot Coverage (%) . 


Lot Area per Dwelling Unit (sq. ft.) ee ee 
Front Yard Depth (ft.) : a 4 2° a W aaa 
Left Side Yard Depth (ft.) 12.6! Ecos a 
Right Side Yard Depth (ft.) | ot | oi | 
Rear Side Yard Depth (ft.) O.2 Zi), 2 

Height (stories) al 

Height (ft.) : 


Usable Open Space (% of GFA) 


Parking Spaces (number) 
Parking area setbacks 
Loading Spaces (if applicable) 


‘Type of construction 


TOWN OF ARLINGTON 
Dimensional and Parking information 
For application to The Zoning Board of Appeals 


Property Location: 3Y Marathon Street Zoning District: RZ 
Present Use/Occupancy: Resichenrta / No. of dwelling units (if residential) ge 


Existing Gross Floor Area (see definition of Gross Floor Area (GFA) in Article 2 of the Town of 
Arlington Zoning Bylaw and provide supporting documentation (worksheet) showing dimensions 
of GFA by floor: ’ 


Proposed Use/Occupancy:Kes dertay No. of dwelling units (if residential) Li 


Proposed Gross.Floor Area (see definition of Gross Floor Area in Article 2 of the Town of 
Arlington Zoning Bylaw and provide supporting documentation (worksheet) showing dimensions 
of GFA by floor): 


















Present 
Conditions 


Min. or max 
Required by 
Zoning 


Proposed 
Conditions 






Sa 
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~ 
W 
> 

é 










1 

32 
Landscaped Open Space (% of GFA) 
Sq. ft. 


& 





iS 

O 
OS 
ae 


cS) 
< 
Ur 
OS 
» 
a 
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Sq. ft. 





ct 
> 





W000 


Sel 
S/S 
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OPEN SPACE/GROSS FLOOR AREA 


Refer to Zoning Bylaw Article 2, Definitions and Article 6, Dimensional Regulations 


Address 3 i, Maratha \ Sree Zoning District R ye 


OPEN SPACE EXISTING PROPOSED 


Total lot area 5000 $41 5000 4 om 
Open Space (Usable)* . IW. s Sf Sayne- 

Open Space (Landscaped) lcd S4 es Sune. 
*Usable Open Space must be at least 75% open to the sky, free of automotive, traffic and parking, and 


readily accessible. Open space shall be deemed usable only if : 1) at least 75% of the area has a grade of 
less than 8% and no horizontal dimension less than 25 feet. 


GROSS FLOOR AREA (GFA) 


Accessory building 


Basement or cellar (>5’ excluding mechanical area) 100 54, ke Lo at fed 


1* Floor loll salt Sanne 
2" Floor 1OLT Suet al Alita 


3™ Floor ISb 64, H+ | 1b Sof A 








4" Floor 
5" Floor 
ra 
Attic (>7’3” in height, excluding elevator, mechanical) (see $7 Quy 
Parking garages (except as used for accessory ! \ 
Parking garages or off street loading purposes) Ib x 20 3 205H| OAL 


All weather habitable porches and balconies 44 & 46 & 4 ug 24, bE 


Total Gross Floor Area (GFA) a 7 L4 64 it 3 Z a *t he 


. 95 , &é 
REQUIRED MINIMUM OPEN SPACE AREA 
Proposed Usable Open Space Percent of GFA 4 ab 5 ye 
Proposed Landscaped Open Space Percent of GFA 3 ab5 74, 4 


This worksheet applies to plans dated_! 15 | 2019 designed by K 0 hec Surv wv | 





Reviewed by Inspectional Services Date: 
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Special Permit Criteria- The following standards must be addressed and met for the grant of a 
Special Permit: 


1). Indicate where the use requested is listed in the Table of Use Regulations as a Special Permit 
in the district for which the application is made or is so designated elsewhere in the Arlington 


Zoning Bylaw. : 
ise. regulatimn of Rorrolunt al Pulpit OG 
tin a by: r fh 
Zoned olisthict - 


2). Describe how the requested use is essential or desirable to the public convenjence or welfare. 


ihe OY) Ak bAA ID AINmMN? cs HT An Ve 
: : ; 
24 \ 4 C LA Are Adary Ww | és LUA av) a /\ 4 LA LA 
« na 
WOME L- AU o SAWN a AL ANNAN Zz VINV ae ‘Cyt th 


—Wopec unit which < cuontly 3 bala. | 


3). Describe how the requested use will not create undue traffic congestion, or unduly impair pedestrian 


me ats use will not aller tne uli, Longestin anv 
unl nok 0 pedestrian 28 fly 


Impair 





4). Describe how the requested use will not overload any public water, drainage or sewer system, or 
any other municipal system to such an extent that the requested use or any developed use in the 
immediate area or any other area of the Town will be unduly subjected to hazards affecting 
health, safety or the general welfare. : 

nts  dwellin reman a 2 Camila . The evasting 
be i [\ EW ~ns | rt ab AL D WES f) a. 2 Ba ‘ an 
Ad mms oll Nor any pL Ade 4 Yue sewe S 
E+ will Vmabe for arenter Cmviente Lor the Dlunct dwelec. 
5). Describe how any special regulations for the use, set forth in Article 11, are fulfilled. 


Liwine a 2 gee Ds. 


— 


‘yy 








6). Describe how the requested use will not impair the integrity or character of the district or adjoining 
districts, nor be detrimental tg the health, morals, or welfare. ; 
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7). Describe how the requested use will not, by its addition to a neighborhood, cause an excess of that 
particular use that could be detrimental to the character of said neighborhood. 


“there will he no detrment to He charncler of 
Uke nelghber hurd | 
Will will Imprwe He ever oppemance qe 
nse will Residing are Pepaies to tam anol-f 
rngulete Hee héwse which will [rer the Caco 


footprint sf this dwrellicy 
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LOT 35 
NAF 
29 CLEVELAND STREET CONDOMINIUM 






LOT 34 


NF 
Ji-3Z CLEVELAND STREET CONDOMINIUM 









N/F 
ROY & FLORENCE MACLEOD 






LOT 54 


N/F 
PASQUALE & CARMELLA DICIACCIO 





N 35'00°00” W 
100.00" 
S 35°00'00” E 





MARATHON STREET 


OWNER: FRANCIS & RITA McGOVERN 





| HEREBY CERTIFY THAT THE BUILDING IS 
LOCATED AS SHOWN. 










PROPOSED PLOT PLAN 
#54 MARATHON STREET 


ARLINGTON, MA 
(MIDDLESEX COUNTY) 


SCALE: 1"= 20’ DATE: 1/15/2019 














20 40 . G6OFft 
ROBER SURVEY 
1072A MASSACHUSETTS AVENUE 
ARLINGTON, MA 02476 
(781) 648-5533 
5711PP1.DWG 







CLIFFORD E. ROBER, PLS DATE 


THIS PLAN MAY HAVE BEEN ALTERED IF 
THE SIGNATURE IS NOT SIGNED IN BLUE. 
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Town of Arlington, Massachusetts 





Docket # 3656: 53 Pine Ridge Road 


ATTACHMENTS: 
Type File Name Description 
OQ Reference Material ZBA_Package__53 Pine _Ridge_Road.pdf aah ae 53 Pine Ridge 
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Se ata 
Town of Arlington 
Zoning Board of Appeals 
51 Grove Street 
Arlington, Massachusetts 02476 
781-316-3396 


www.arlingtonma.gov 
LEGAL NOTICE 


Notice is herewith given in accordance with the provisions of Section 3.2.3A of the 
Zoning Bylaws that there has been filed by David Potere of Arlington, Massachusetts 
on March 23, 2021, a petition seeking permission to alter his property located at 53 
Pine Ridge Road - Block Plan 147.0-0001-0001.0 Said petition would require a 


Special Permit under Section 5-18 / (5.4.2B,6) Districts & Uses of the Zoning Bylaw 


for the Town of Arlington. 


A hearing in regards to the petition will be conducted remotely via "Zoom" Tuesday 
evening May 11, 2021 at 7:30 P.M or as soon thereafter as the petitioner may be 
heard. To join the meeting, please register using the following URL: 
https://town-arlington-ma-us.zoom.us/meeting/register/tJloc- 
upgDIrH9BzpU_MQMF2y5Ys20gtIBP9 for documentation relating to this petition, 
visit the ZBA website at www.arlington.gov/zba. 


DOCKET NO 3656 


Zoning Board of Appeals 
Christian Klein, RA, Chair 





Please direct any questions to: ZBA@town.arlington.ma.us 


32 of 53 


REQUEST FOR SPECIAL PERMIT 


TOWN OF ARLINGTON 


In the matter of the Application of _53 Pine Ridge Road 
to the Zoning Board of Appeals for the Town of Arlington: 


Application for a Special Permit is herewith made, in accordance with Section 3.3 of the Zoning Bylaw of 
the Town of Arlington, Massachusetts, seeking relief from the following specific provisions of the Zoning 


Bylaw, and as described fully in the attached form, Special Permit Criteria: 
5.4.2 B (6) No alteration or addition which increases the gross floor area of a building by 750 square 


feet or more, or by 50% or more of the building's gross floor area on the date of application for a 
permit or because of cumulative alterations or additions during the previous two years, shall be 


allowed unless ... 


The Applicant states he/she/they is/are the owner/occupant of the land in Arlington located at 
53 Pine Ridge Road with respect to such relief is sought; that no unfavorable action 

has been taken by the Zoning Board of Appeals upon a similar petition regarding this property within 
the two (2) years next immediately prior to the filing hereof. The applicant expressly agrees to full 
compliance with any and all conditions and qualifications imposed upon this permission, whether by 
the Zoning Bylaw or by the Zoning Board of Appeals, should the same be granted. The Applicant 
represents that the grounds for the relief sought are as follows: 

The use of the property will not change. The proposed project confirms with all zoning bylaws 

except that a special permit is required for the size of the addition. The addition will be in 


keeping with the character of the existing building and the neighborhood content. 






22 Mince Jotl 


E-Mail: david. poter e@ ge fo Signed: Date: ~~" 
Telephone: S BCO7R.1S17 Address: 119 Cave G. Uw +d Arig i mA ONT 


V2.1 09/2020 
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Special Permit Criteria: Per Section 3.3.3 of the Zoning Bylaw, a Special Permit shall only be 
granted upon the Board’s determination that the benefits of the proposed project will outweigh its adverse 
effects. The responses provided below will inform the Board as to whether the standards for approval 


have been met. 


A). Indicate where the requested use is listed in the Table of Use Regulations as allowed by Special 


Permit in the district for which the application is made or is so designated elsewhere in the Zoning Bylaw. 
The building is a single family house, allowed by right. The use will not change. 











B). Explain why the requested use is essential or desirable to the public convenience or welfare. 


The building is a single family house, allowed by right. The use will not change. 


pee el 


ee 


C). Explain why the requested use will not create undue traffic congestion; or unduly impair pedestrian 


safety. 


The building is a single family house, allowed by right. The use will not change. 





D). Explain why the requested use will not overload any public water. drainage or sewer system. or 
any other municipal system to such an extent that the requested use or any developed use in the 
immediate area or any other area of the Town will be unduly subjected to hazards affecting health. 
safety or the general welfare. 
The building is a single family house, allowed by nght. The use will not change. 
na rere ere O 


I 


V2.1 09/2020 
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E). Describe how any special regulations for the use, as may be provided in the Zoning Bylaw, including 


but not limited to the provisions of Section 8 are fulfilled. 


The building is a single family house, allowed by right. The use will not change. 








F). Explain why the requested use will not impair the integrity or character of the district or adjoining 
districts, nor be detrimental to the health or welfare. 
The proposed changes and additions to the house are designed to harmonize with the existing 


structure. The materials and details will match the existing house. The use will not change. 








eee EE 


G). Explain why the requested use will not, by its addition to a neighborhood, cause an excess of the use 


that could be detrimental to the character of said neighborhood. 


The building is a single family house, allowed by right. The use will not change. 


ne 


nea STP 


V2.1 09/2020 
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TOWN OF ARLINGTON 
Dimensional and Parking Information 
For Applications to the Zoning Board of Appeals 


1, Property Location: 53 Pine Ridge Road Zoning District: R1 





2. Present Use/Occupancy: Residence No. of dwelling units | 

3, Existing Gross Floor Area (refer to Section 5.3.22 of the Zoning Bylaw and provide supporting 
documentation [worksheet and drawings] showing dimensions of GFA by floor): 
3129 Sq. Ft. 

4. Proposed Use/Occupancy: Residence No. of dwelling units 1 


5. Proposed Gross Floor Area (refer to Section 5.3.22 of the Zoning Bylaw and provide supporting 
documentation [worksheet and drawings] showing dimensions of GFA by floor): 




























4951 Sq. Ft. 
Present Proposed Min. or max 
Conditions Conditions Required by 
Zoning 
6. Lot size (Sq, Ft.) P9ar2 | 941200 | min, 6000 _ 
7. Frontage (Ft) pes | tse min, 
8. Floor area ratio max. 0.00 
9. Lot Coverage (%) 
10. Lot Area per Dwelling Unit (Sq. F t.) Tom2 | 9412 min 9 
11. Front Yard Depth (Ft.) rae | 8 [min 5 
12. Left Side Yard Depth (Ft.) Tie | 8 [min 25 
13. Right Side Yard Depth (Ft.) 1 iin < poe ona! 
14, Rear Yard Depth (Ft) Pa | [min 20 
15, Height (Stories) Cam an Res Pe 
16. Height (Ft) F304 | 304 [max 350 
17. Landscaped Open Space (Sq. Ft.) 
Refer to Section 2 in the Zoning Bylaw. 4,832.00 ay ae 


17A. Landscaped Open Space (% of GFA) 


18, 


Usable Open Space (Sq. Ft.) 
Refer to Section 2 in the Zoning Bylaw. 


18A. Usable Open Space (% of GFA) 


- 21. 


19. Number of Parking Spaces ane 
20. Parking area setbacks (if applicable) ieee: ees eee 

Number of Loading Spaces (if applicable) 
22. Type of construction ee ee eee 
23. Slope of proposed roof(s) (in. per ft.) 6.5 Pic ine 











154.43% 


3,771.00 
Q 120.52% 


79 min. 


2,860. 


3 









E. 


yy 
‘i i 


oT 
J] 
~~] 
J] 
i 






36 of 53 


TOWN OF ARLINGTON 
Open Space / Gross Floor Area Information 
For Applications to the Zoning Board of Appeals 


Refer to Section 2: Definitions, and Section 5: District Regulations in the Zoning Bylaw of the Town of 
Arlington before completing this form. ; 





Address; 53 Pine Ridge Road Zoning District: R1 

OPEN SPACE* EXISTING PROPOSED 
Total lot area 9412 9412 

Open Space, Usable 3,771.00 2,860.00 
Open Space, Landscaped 4,832.00 3,921.00 


* Refer to the Definitions in Section 2 of the Zoning Bylaw. 


GROSS FLOOR AREA (GFA) + 









































Accessory Building 0 0 

Basement or Cellar (meeting the definition of Story, 

excluding mechanical use areas) 1093 1093 

1* Floor 956 1721 

2™ Floor 789 1513 

3° Floor 0 A esta seated 

4” Floor 0 0 

5" Floor 0 0 

Attic (greater than 7°-0” in height, excluding 

elevator machinery; or mechanical equipment) 0 0 

Parking garages (except as used for accessory 

parking or off-street loading purposes) 291 624 

All weather habitable porches and balconies 0 0 
3129 4951 


Total Gross Floor Area (GFA) 





+ Refer to Definition of Gross Floor Area in Section 2 and Section 5 of the Zoning Bylaw. 


REQUIRED MINIMUM OPEN SPACE AREA 






































Landscaped Open Space (Sq. Ft.) 4,832.00 3,921.00 
Landscaped Open Space (% of GFA) 154.43% 79.20% 
Usable Open Space (Sq. Ft.) 3,771.00 2,860.00 
Usable Open Space (% of GFA) 120.52% 37.77% 
This worksheet applies to plans dated 03/23/2021 designed by David Whitney 

Reviewed with Building Inspector: Date: 
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POTERE RESIDENCE 


53 PINE RIDGE ROAD 
ARLINGTON, MA 02476 


DAVID WHITNEY 
a ome om Om) Va ae ae © | 





49 LINDEN STREET 
ARLINGTON, MA 02476 
781 643 0759 
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DRAWING INDEX 


D0.1 Site Demolition Plan 

D1.0 Basement Demolition Plan 
D1.1 First Floor Demolition Plan 
D1.2 Second Floor Demolition Plan 
D13 Third Floor Demolition Plan 


Al1.1 Site Plan 

Al.0 Basement Plan 
A1.1_ First Floor Plan 
Al.2 Second Floor Plan 
A1.3 Third Floor Plan 


A211 South Elevation 
A2.2 West Elevation 
A23 North Elevation 
A24 East Elevation 


SPECIAL PERMIT SET 
3.23.21 






































= = ALL EXISTING 
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EXISTING 
USABLE OPEN 
SPACE (IN 
ADDITION TO 
USABLE OPEN 
SPACE) 
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‘Existing 77 
House | 
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i EXISTING 
| GARAGE TO 
} BE REHOWED 
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EXISTING | 


USABLE OPEN EXISTING | 
SPACE DRIVEWAY TO! 


Bg REMOVED} 
H i 









REQUIRED 
SETBACKS 0 


EXTG TREE 
EXTG UTILITY 
POLE 
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PINE RIDGE ROAD 
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DRAWING NORTH 





DAVID WHITNEY 
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49 LINDEN STREET 
ARLINGTON, MA 02476 
78) 643 0759 








POTERE RESIDENCE 
53 PINE RIDGE ROAD 
ARLINGTON, MA 02476 





Lae) 








TITLE: 

Site 
Demolition Plan 
SCALE: DATE: 


1/16" = 1'-0" 3.23.21 


DRAWN BY: FILE: 





© DAVID WHITNEY AIA 
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49 LINDEN STREET 
ARLINGTON, MA 02476 
781 643 0759 
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FILE: 
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DATE: 


TITLE: 
7'-0" 


Basement 
Demolition Plan 


SCALE: 
1/8” 
DRAWN BY: 
DWW 


SHEET 


D1.0 


DAVID WHITNEY AIA 
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DATE: 
3.23.21 
FILE: 
PLANS 


TITLE: 


First Floor 
Demolition Plan 


DRAWN BY: 


SCALE: 
i/o" Ss ee 
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49 LINDEN STREET 
ARLINGTON, MA 02476 


781 643 0759 
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THLE: 


Second Floor 
Demolition Plan 


SCALE: 





DATE: 


Ry acy | 


1/8” = 1'-0" 





FILE: 


DRAWN BY: 
DWW 





PLANS 





SHEET 





DAVID WHITNEY AIA 
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Bedroom 2 
Bedroom 3 








Bedroom 1 








A | D1.2 


DRAWING NORTH 
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